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MINISTRY OF HEALTH & FAMILY WELFARE 
(Department of Health) 

NOTIFICATIONS 
New Delhi, the 12th March, 1991 

S.O, 174(E).—In pursuance of clause (e) of section 4 read with sub 
section (3) of section 6 of the All India Institute of Medical Sciences Act, 195( 
(25 of 1956), the Central Government hereby nominates Shri Ghandri 
Shekhar, Prime Minister of India, to be a member of the All India Institute o 
Medical Sciences, New Delhi, vice Prof, Shaktel-ur Rehman and makes thr 
following amendment further to amend the notification of the Government o 
India in the Ministry of Health and Family Welfare, No, S.O. 3193, dated tin 
3rd October, 1988, namely 

In the said notification, for serial number 1 and the entry relating therct* 
the following serial number and entry shall be substituted* namely : — 

"1, Shri Chandra Shekhar, 

Prime Minister of India.” 

[No. V, 16011|2|90’ME (PG) (i) 
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[*TPTII—w 3(ii)] 

S.O. 175 (E) .—In exercise of th c powers conferred by sub-section (1) of 
section 7 of the All India Institute of Medical Sciences Act- 1956 (25 of 1956) 
and in supersession of th e notification of the Government of India in the 
Ministry of Health and Family Welfare (Department of Health), No. S.O. 
906(E), dated the 26th November, 1990, except as respects things done or 
omitted to be done before such supersession, the Central Government hereby 
nominates Srd Chandra Shekhar, Prime Minister of India, a member of the 
All India Institute of Medical Sciences. New Delhi, to be the President of the 
said Institute. 

[No. V. 16011 |2|90-ME(PG) (ii)]j 
R, K. ANAND, Jt. Secy. 
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